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The establishment of cooperative programs  in seismology
and close discussions on the  installation of compatible
high-quality digital instrumentation in  the  United  States,
Canada,  and Mexico should be strongly encouraged.     Joint
programs  aimed at  satisfying common  seismological objec-
tives will require the  exchange of  scientists,   establish-
ment of cooperative research programs,   and  data  exchanges.
Many of the objectives of the USSS  can be much enhanced
by unrestricted exchange of data and even  telemetered sig-
nals between observatories and earthquake  research  centers
in Canada,  Mexico,   and the United States  and   funding of
joint research in instrumental programs*